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ABSTRACT 

A secondary chamber was adapted to a 30-06 pressure barrel 
as a means for increasing muzzle velocity without exceeding 
the barrel pressure rating. Ignition of the secondary charge 
was accomplished by the high pressure gases behind the bul- 
let. Resulting muzzle velocities were determined for various 
amounts of three granular and one liquid propellant. Pressure- 
time curves were obtained for one of the faster burning pow- 
ders. Adiabatic bomb calorimeter testing and published data 
were used to determine the heats of combustion. The data 
suggested that the rate of energy release, and not the heat 
of combustion, was the dominant factor in this experiment. 

A velocity increase of three per cent and a kinetic energy 
increase of seven per cent were obtained for eight millili- 
ters of secondary charge. The results also indicated that a 
more optimum location of the secondary charge was possible. 
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I. INTRODUCTION 



The purpose of this study was to investigate the possi- 
bility of increasing the muzzle velocity of a projectile with- 
out increasing the maximum breech pressure within the weapon's 
chamber. Since the muzzle velocity of a bullet is primarily 
dependent upon internal pressure within the barrel as well 
as barrel length and projectile weight, it would seem impos- 
sible to obtain a change in velocity if these three variables 
remained constant. Indeed this is true for weapons employing 
a single powder charge and yielding a standard pressure pulse. 
Such weapons constitute almost all of the firearms produced 
by today's technology. This study considered the addition 
of a second powder chamber suitably placed along the barrel 
in order to increase the muzzle velocity. The theory behind 
this modification, its initial design, and its experimental 
use will be discussed. 

Since early man cast his first stone at some prehistoric 
animal, he has been trying to better the accuracy and increase 
the range of his weapons. This quest can be traced from that 
prehistoric stone to David and his sling, from the longbow to 
the much feared crossbow, and in more recent times from the 
flintlock to the long range German supergun or Hochdruckpumpe 
as it was known during World War II. [kef. ij . 

This supergun was the only example that could be found 
that even remotely resembled the principle of additional pow- 
der chambers. It was designed to fire an arrow projectile 
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across the English Channel to London. This weapon had a 15 
centimeter bore and consisted of forty interchangeable sec- 
tions. Twelve of these sections contained double powder 
chambers aligned at a slight inclination toward the muzzle 
and stationed at various intervals along the barrel. As the 
projectile progressed along the sections, it set off the pow- 
der charges in the double chambers causing successive explo- 
sions from behind which boosted the missile to a muzzle ve- 
locity of 4500 feet per second. 

This feat was not easy, for enormous internal pressures 
were required along the entire length of the bore to acceler- 
ate the 150 pound, three-foot projectile. In fact, it was 
reported that a section of the barrel exploded about once 
every three shots. When the gun was given a 50 degree angle 
of inclination, it had a range of 130 kilometers, more than 
enough to reach across the channel to London. Luckily the 
German Hochdruckpumpe installation was bombed before comple- 
tion. 

The sequence of events behind a normal gun being fired 
is that once the primer ignites and the propellant begins to 
burn, pressure slowly builds up inside the breech until it 
reaches a maximum. Concurrently this pressure exerts a force 
which accelerates a projectile down the bore. Here the word 
slowly is used in a relative sense, since the pressure rise 
is not a spike but rather a steep smooth curve as illustrated 
in figure 1. This type of rise is due to the fact that the 
charge must build up its own internal pressure as it ignites. 
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The higher the pressure, the faster the powder will burn. 

The idea behind this study was to place a second powder charge 
about halfway down a gun barrel and to measure the resulting 
pressure rise and its effect on muzzle velocity. An educated 
guess was used in locating the position of this secondary 
charge and no doubt, its location will have to be changed for 
best results. 

Normally this maximum pressure is accompanied by a maxi- 
mum internal temperature, for at this point the propellant 
is burning strongly. As the bullet progresses down the bar- 
rel, the internal volvime will quickly increase causing the 
pressure to drastically decrease. Also, once the propellant 
is completely burnt, the temperature will rapidly drop caus- 
ing a still greater pressure decrease until the bullet exits 
the barrel. At this point the pressure will level off at 
ambient . 

If a second charge were set off to coincide with the drop 
off in pressure, a new burst of energy would be introduced 
into the system causing a second rise in the pressure time 
trace as illustrated in figure 2. Ideally this second pres- 
sure rise should be adjusted to peak out at the original 
pressure level so that the design limits of the weapon are 
not exceeded. If desired, multiple secondary chambers could 
be used to give a fairly constant pressure level along the 
entire length of the barrel. Essentially this was the idea 
behind the German supergun. 

It is interesting to note that the second pressure build- 
up is almost a vertical line on the pressure-time curve. This 
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is because the barrel already has a high internal pressure 
for the powder to deflagrate within and, as stated before, 
the higher the pressure the quicker the propellant burns. 

This second pressure peak will now degenerate as the volume 
and temperature inside the barrel change, just like the nor- 
mal charge. However, the bullet will now sense a higher 
average pressure pushing it from behind. This higher average 
pressure will result in a greater muzzle velocity. 

A higher muzzle velocity has several advantages. First 
it results in a shorter time of flight, which is extremely 
important when looked at from the point of leading a moving 
target. Also, if looked at from a military sense, it is bet- 
ter to hit a target fast or the target may have time for de- 
fensive maneuvers. A higher muzzle velocity also increases 
the kinetic energy of the projectile. This kinetic energy 
increase will result in a greater shocking power and will 
increase the kill probability or allow for a lighter bullet 
to cause the same effect as a slower, heavier one. Range is 
another consideration; an increase in velocity will result 
in an increase in range and, in many cases, an increase in 
accuracy . 
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II. METHOD OF INVESTIGATION 



This experiment used a 30-06 caliber pressure barrel hav- 
ing a pressure transducer installed near the breech. The 
barrel was modified to hold a screw-in secondary powder cham- 
ber midway down the bore. A standard round of 30-06 ammuni- 
tion was used to establish a base velocity and once found, 
this velocity was increased by using from one to nine grains 
of secondary charge of various types of powder and from one 
to eight milliliters of a liquid propellant. Velocity read- 
ings were obtained using a chronograph and pressure readings 
were recorded on film from an oscilloscope. The data were 
tabulated and plotted using an IBM-360 computer. 



III. EXPERIMENTAL APPARATUS 

The test apparatus used in this experiment can be divided 
into three basic parts; the rifle with its secondary chamber, 
the pressure sensing transducer installation, and the time 
measuring chronograph. Figure 3 shows the weapon with its 
chamber and transducer mountings, figure 4 presents an over- 
view of the indoor test range used, and figure 5 shows the 
electronic data acquisition setup. 

For safety, a U.S. Springfield Armory model #1903 action 
was coupled to a 20 inch, 30 caliber pressure barrel. Before 
this match was made, the breech of the barrel had to be 
reamed to chamber standard 30-06 ammunition. This combination 
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easily withstood breech pressures approaching 60,000 psi. 

The rifle was mounted on a test bench with two aluminum mount- 
ing clamps as illustrated in figure 4. These aluminum mounts, 
once tightened, made a vice-like grip with little or no align- 
ment freedom. Therefore, once mounted, both screens and trap 
were placed in line with the boresight. 

Ten inches down the pressure barrel a 2 inch wide, 5/16 
inch thick piece of steel was heat shrunk over the original 
barrel, creating a strengthened section for the mounting of 
the secondary chamber. Two screw-in chambers of different 
internal volumes were used in the tests . One had a small 
inner diameter of 1/4 inch for charges of from zero to four 
grains of secondary powder, and the other, having a larger 
diameter of 1/2 inch, was loaded with five to nine grains. 
Figure 6 is a photograph of the chamber mount showing both 
screw-in chambers and figure 8 presents the details. A 11/64 
inch diameter relief hole was drilled through the bottom half 
of the rifle into the center of the secondary chamber. This 
relief hole served two major functions. First it allowed 
the hot, high pressured exhaust gases immediately behind the 
bullet to enter the chamber. The hot gases ignite the secon- 
dary charge and the high pressure makes it burn quickly. This 
causes a pressure rise in the secondary chamber. The relief 
hole then acts as a pressure source by allowing the higher 
pressure in the chamber to exit into the barrel until both 
pressures equalize. This results in a slightly higher inter- 
nal pressure behind the projectile. 
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The pressure sensing was accomplished utilizing a Kistler 
quartz pressure transducer, model 607-A. A mounting location 
just ahead of where the cartridge case ends was chosen since 
this location gave the most accurate breech pressure readings. 
Once again, the barrel was strengthened similar to the method 
used for the secondary chamber. An initial attempt to mount 
the transducer without this strengthened section resulted in 
the Kistler ripping out of its mounting threads. Figure 7 
shows the transducer with its mount and figure 8 is a detailed 
drawing closely following the Kistler Instrument Company's 
preferred installation recommendations. 

A low noise microdot transducer cable connected the pres- 
sure transducer to a Kistler 504-A charge amplifier. The am- 
plifier stepped up the weak pressure-generated signal to a 
level sufficient enough to be displayed on an oscilloscope. 

This signal was sent to the trigger input of the scope as a 
negative external D.C. source. When a pulse was generated, 
it triggered the horizontal sweep which was set to move across 
the scope face at a rate of one centimeter every 100 micro- 
seconds. The vertical scale on the scope was set at 0.5 
volts per centimeter and the charge amplifier output on a 
range of 20,000 psi per volt. This worked out to a vertical 
display scale of 10,000 psi per centimeter on the oscilloscope 
grid. The resulting pressure time curves were photographed 
with a Polaroid camera. 

Muzzle velocities were ascertained using a chronograph 
which measured the projectile's time of flight, in microseconds. 
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between two down-range gates . A ten foot interval was used 
between gates and a fourteen foot distance was maintained 
between the muzzle of the barrel and the starting gate. This 
fourteen foot distance was necessary to insure that the frag- 
ile chronograph screens would not be torn by the muzzle blast. 
Autron Counter Chronograph Screens were used since these 
screens were low cost, very dependable, and worked on a break 
contact principle. A new screen was required at both gates 
prior to each shot. Figure 9 is a wiring diagram showing the 
linkup between the chronograph and pressure sensing compo- 
nents of the test apparatus. One of the key components in 
this setup was the NPN Switching Transistor which, once in- 
stalled, solved a problem of a stray electrical pulse that 
was plaguing the data acquisition effort. When this tran- 
sistor switch was coupled to the Autron screens a chronograph 
dependability of 100% was realized. Prior to this, the sys- 
tem had a reliability of approximately 33%. 

The actual time of flight of the projectile was measured 
and displayed by a AN/USM-245A electronic digital readout 
counter. This counter was fed inputs from the start and 
stop gates and it displayed the time, in microseconds, it 
took for the projectile to travel the ten foot distance be- 
tween screens. Once the projectile transited the time gates, 
it entered an armor steel bullet trap. 
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IV, EXPERIMENTAL PROCEDURES 



The first step in the data taking process was to insure 
that the rifle and its secondary chamber would safely handle 
the expected breech pressures. Once the rifle was mounted 
on its test bench-., the bullet trap was aligned with the bore- 
sight and four 25 pound lead blocks were used to hold it in 
place. Standard Winchester 180 grain soft point bullets were 
used for the initial firing. The small volume secondary 
chamber was installed empty and the first shot proceeded 
without incident. Four grains of Du Pont pistol powder were 
placed in the small chamber and again the weapon was fired. 
When the chamber was removed for inspection, it was noted 
that the charge had indeed ignited leaving no trace of resi- 
due . 

This second shot proved that the gases behind the bullet 
were hot enough to ignite the charge within the chamber. Up 
to this point it was debatable whether or not the gases would 
set off the powder or if an alternate firing mechanism would 
be needed. To check the integrity of the rifle under maximum 
pressures, the larger secondary chamber was loaded to capa- 
city with eight grains of Du Pont pistol powder. Again the 
weapon was fired and again the secondary charge was set off 
with no structural damage to any component. With the comple- 
tion of this shot, the rifle and its chamber were considered 
safe for use. 



13 




, A . - 

k 



The chronograph was the next piece of equipment to be 
checked out, for it was needed to determine whether or not 
the added charge actually increased the bullet velocity. At 
first a circut was designed using chronograph screens which 
made contact as the bullet ripped through them. However, 
this circut had to be scrapped since the bullet created mul- 
tiple electrical pulses while passing through the start gate, 
causing the timer to stop almost as soon as it started. A 
new circut, using NPN switching transistors and Autron break 
dontact chronograph screens, was then designed. This appara- 
tus proved to be an adequate chronograph. Once the bugs were 
worked out of the system, a rough base velocity, using no 
secondary charge, was established. Then the chamber was filled 
with a maximum load of pistol powder and the weapon fired. 

The resulting velocity was about 100 feet per second above 
the base velocity. This shot indicated the feasibility of 
the technique. A velocity increase of 100 ft/s in 2700 ft/s 
represents about a 4% velocity increase for eight grains of 
secondary powder. 

The relief hole was considered next. It was thought that 
a greater velocity increase would be realized if the diameter 
of the relief hole were maximized. Using the initially de- 
signed relief hole diameter of 9/64 of an inch, three veloc- 
ities were measured using eight grains of secondary powder. 

This provided a velocity base. The hole was enlarged to a 
5/32 inch and then to a 11/64 inch diameter. For each hole 
diameter a new velocity was measured. When this series of 
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tests were completed and the results reviewed, it was found 
that all velocities were within ten feet per second. This 
meant that the relief hole was already large enough to relieve 
the chamber pressure and any further enlargement had no meas- 
urable effect. 

The system was now ready for the acquisition of velocity 
data. Winchester 180 grain soft point bullets were selected 
for the remaining velocity testing since this was a popular 
ammunition and it gave repeatable results during the initial 
checkout phase. When the ammunition was chosen and the dis- 
tance between screens set at exactly ten feet, six shots were 
fired to establish an accurate base velocity. These shots 
were taken with no secondary charge and they averaged to 2772 
ft/s (+6.5 ft/s) . Du Pont pistol powder #5066 was used for 
the initial secondary charge. The series used from one to 
eight grains of secondary powder in increments of one grain. 
Each increment was carefully measured on a grain balance scale 
and placed in the appropriate secondary chamber. Two shots 
were taken for each secondary load and the resulting time 
intervals were recorded off the face of the digital counter. 

The data were converted to velocities and plotted against 
grains of secondary powder to check the smoothness of the 
curve . 

The testing was repeated using several different propel- 
lants. Hercules Bullseye Pistol Powder was selected along 
with Du Pont Pistol Powder since these two were among the 
fastest burning powders on the market. For a further compar- 
ison, a slower burning military rifle powder, Du Pont IMR-4320, 
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was used. A comparison of this powder with the faster pistol 
powder would show the effect of secondary charge burn rate on 
the system. In addition to the granular powders, one of the 
latest liquid propellants was tested. The liquid selected 
was one which the Navy is now in the process of testing in 
its liquid propelled gun project. The composition of this 
liquid propellant and its performance data are classified, 
therefore, it will be referred to as Liquid A in this study. 
The same ignition system, which was used on the granular pow- 
ders, was sufficient to ignite Liquid A. The only problem 
encountered with this propellant was that it was highly cor- 
rosive, requiring the barrel and chambers to be cleansed after 
each test. 

A computer program was written to take the velocity read- 
ings and perform a least squares fit on the data. Fits of 
from first to seventh degree were tried with the resulting 
higher degrees too erratic for use. A third degree least 
squares fit was finally chosen, because of its smoothness, 
for use on all computer plots. With the desired fit deter- 
mined, the computer program was modified to operate on the 
least squares coefficients giving 200 interpolated values of 
velocity change vs. grains of powder. The measured velocity 
readings were next converted to kinetic energies. The com- 
puter program was again modified to take this information and 
plot out changes in kinetic energy vs. grains of secondary 
powder, along with a table of 200 interpolated values. When 
all the computations were made, the computer was instructed 
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to tabulate this information on a data sheet. The resulting 
data sheets, tables, and plots are included in the data sec- 
tion. 

As an aid in determing just how much energy was released 
into the system by the secondary charge, the heat of combus- 
tion of the four propellants was needed. An adiabatic oxygen 
bomb calorimeter was used to gather this inforroation. The 
first step in finding the heats of combustion was to cali- 
brate the bomb by finding the amount of calories it took to 
raise its temperature one degree centigrade. This value was 
called the correction constant "K". To obtain ”K", a measured 
amount of benzoric acid, which yielded a known number of 
calories per gram when ignited, was burned to completion with- 
in the bomb. By recording the initial and final temperatures, 
the correction constant was obtained. Two such tests were 
conducted and their results are presented in Appendix A. 

With ”K" known, heat of combustion tests were run on the 
three granular propellants and the results are included in 
Appendix A. Again two tests were made on each propellant and 
one may note that the results of each pair of calculations 
were very close. However, when the liquid propellant was 
tried, it would not burn to completion. Instead the constit- 
uents of Liquid A had to be analyzed separately. The heats 
of combustion were found either from published data or from 
calorimeter testing. When these values were multiplied by 
their composition percentages and added together, they gave 
a heat of combustion of 1248 calories per gram. This was 
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close to a rough predicted value which had been obtained from 
the prior bomb tests which failed to go to completion. 

The final test was the most important series in this 
study. It attempted to take pressure and velocity readings 
for one selected propellant, using matched ammunition. If 
a pressure-time trace such as the one depicted in figure 2 
could be acquired, it would show whether or not the amount 
of secondary charge was sufficient to drive the pressure back 
up to the maximum pressure or, perhaps more important, whether 
the location of the secondary chamber need be changed to align 
the peak of the secondary pressure spike with the maximum 
pressure. Matched ammunition was used in this test to insure 
a repeatable base velocity throughout the series . The matched 
ammunition used was Winchester preprimed 30-06 Springfield 
cartridge cases. Each cartridge was loaded with 50.5 grains 
of Du Pont IMR-4320 military rifle powder and joined to a 
Sierra 180 grain, .30 caliber Spitzer flat base rifle bullet. 
The Sierra Loading Manual [kef. H , lists a muzzle velocity 
of 2732 ft/s and a maximum breech pressure of 50,800 psi for 
this combination. 

The pressure barrel was modified, as shown in figure 8, 
to hold the pressure transducer. When the modification was 
completed, the remaining pressure sensing equipment was con- 
nected as shown in figure 9. A base velocity of 2725 ft/s 
was determined for the matched ammunition. Hercules Bullseye 
pistol powder was chosen as the secondary propellant for this 
last test series. Once again two shots were taken for each 
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one grain increment of secondary powder and the resulting 
time interval and pressure-time trace were recorded for each 
shot. A warning should be included at this point. The Kist- 
ler pressure transducer is a very fragile piece of equipment 
and care must be taken to insure that it operates within its 
design temperature and pressure limitations . During this 
test the transudcer was removed from its mount and cleansed 
of foreign deposits after every second shot. Failure to do 
so resulted in a clogged inlet port, causing erroneous pres- 
sure readings . 

Figure 10 depicts the pressure-time traces obtained from 
this series. For clarity, a time scale which neglects to 
show the bullet exiting the barrel was chosen. However, this 
part of the trace was of little interest as demonstrated in 
a comparison of figures 10(e) and (k) . Figure 10 (k) is for 
the same secondary charge as figure 10(e) but it shows a 
longer time trace. At the conclusion of the series the data 
were, fed into. the IBM-360 computer. The resulting plots and 
tables are included in the data section. 
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V. RESULTS AND DISCUSSION 



The velocity-charge weight and kinetic energy-charge 
weight curves obtained from the initial series of tests formed 
a smooth progression of data points in all but one instance. 
The test using Du Pont military rifle powder as a secondary 
charge was the exception. Picking the velocity increase vs. 
grains Du Pont pistol powder curve as a representative plot, 
one might notice that the curve has several distinct features. 
For instance, the curve displays a fast rise in velocity at 
from one to three grains of secondary powder followed by a 
level section between four and five grains, and then a renewed 
rising velocity from six grains to the end of the plot. This 
leveling of the curve at its center might be partly explained 
as a point of inflection for the third degree least squares 
fit or perhaps it might be explained as an idiosyncrasy of 
the experimental apparatus. As already stated, two secondary 
chambers, each having a different internal volume, were used. 
The smaller cylinder was used for charges of from one to four 
grains of powder and the larger chamber was installed with 
charges of from five to eight or nine grains of secondary. 

When the smaller chamber was loaded with only one grain, it 
was filled to 1/4 of its internal voliime . This left an excess 
volume of three cubic millimeters. When the charge was ig- 
nited, this excess volume could have caused a small pressure 
drop . 
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This void was reduced as the amount of charge increased 
until four grains of secondary powder were used. When loaded 
with this measure, the chamber was filled to capacity and no 
dead space remained. At this point the chamber experienced 
the maximum pressure buildup for its fixed volume. However, 
when five grains of secondary powder were used in the larger 
chamber (having twice the internal volume of the smaller) , 
this resulted in a chamber having an eight grain capacity 
being loaded with only five grains of powder. This left a 
three grain void which may have caused a slight pressure drop. 
The resulting pressure could cause a lower muzzle velocity, 
producing the level section on the curve between four and 
five grains of powder. 

Unfortuantely this phenomenon was not noticed until after 
all tests were completed and the data reviewed. It was felt 
that more accurate readings might have been obtained if this 
excess volume was eliminated. Two suggested methods for its 
elimination are to use eight different chambers, each having 
an internal volume matched to that of the desired load, or 
to use machined metal plugs as fillers in the existing cham- 
bers. Either method would eliminate the void and possibly 
do away with the level section noticeable on many of the plots. 

The (+) symbols on the computer plots represent the ac- 
tual measured data points. Each increment of powder has two 
such points above it and the average of these two points was 
the raw data fed into the least squares fit routine. The 
accuracy of these points are dependent on two main items: 
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the deviation of the base velocity about the average base 
velocity computed and the accuracy of the electronic equip- 
ment. The base velocity determined for the Winchester ammuni- 
tion was measured at 2772 + 6.5 ft/s making it the primary 
source of error. The electronic equipment can be divided 
into two error generating sections, the start-stop gates and 
the digital counter. However, the start-stop gate error can 
be discounted since any time delay between the breaking of 
the first chronograph screen and the starting of the timer 
would be cancelled by the breaking of the other screen stop- 
ping the timer. In other words, both gates have the same 
inherent delay error, resulting in an unaffected interval of 
time. The chronograph timer does have a roundoff error of 
+ 1 microsecond which converts to a + 0.8 ft/s at average 
velocities. These factors result in a maximum error of 7.3 
ft/s in the reported velocities. Applying the same error 
analysis to the kinetic energy yields a maximum error of 16.2 
ft-lbs. 

Three of the propellants gave almost identical results. 
These were the two pistol powders and Liquid A. Hercules 
Bullseye pistol powder yielded a mean velocity increase of 
91.3 ft/s and a kinetic energy increase of 205.9 ft-lbs for 
eight grains of secondary charge. This resulted in a 3.29% 
velocity increase and a 6.70% kinetic energy increase. The 
performance of Du Pont pistol powder was approximately the 
same in that it gave a velocity increase of 3.07% and a ki- 
netic energy increase of 6.37% for the same maximum secondary 
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powder charge. However, the liquid propellant seemed to slight- 
ly outperform both pistol powders. It gave a 3.31% velocity 
increase and a 6.73% kinetic energy increase for eight milli- 
liters of Liquid A. Note that Liquid A plots use milliliters 
liquid vice grains of powder. This measure was . chosen since 
it was considered easier to meter a volume of liquid. For 
comparison, one milliliter of liquid roughly filled the same 
volume as one grain of granular powder. 

The slower burning Du Pont military powder IMR-4320 gave 
erratic results. The results were so erratic that only the 
velocity and kinetic energy data points were plotted and no 
attempt was made to perform a least squares fit. The result- 
ing curves and tables of interpolated points would be mean- 
ingless. However, this data did show some interesting results. 
It was noted that the velocities obtained from only one grain 
of secondary powder showed a poor velocity increase, and at 
times a definite velocity decrease. This was not the result 
of erroneous velocity readings, for the base velocity of the 
ammunition was rechecked. Also these findings were deter- 
mined from repeated tests. A possible explanation for this 
velocity drop is presented. A certain amount of energy is 
absorbed into the secondary charge in order to heat the pow- 
der to its flash point. Once the powder was ignited, its 
burning rate was not fast enough to put this energy back into 
the system before the bullet exited the muzzle. This might 
account for the fact that the faster burning pistol powders 
failed to show a similar trend. Still another discrepancy 
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was noted with the rifle powder. Measured velocities varied 
from shot to shot. A possible explanation for this might be 
that the exposed surface of the powder ignited unevenly caus- 
ing the flame to propagate non-uniformly . This would cause 
different burning rates between similar shots, resulting in 
erratic velocities. 

Du Pont pistol powder had a heat of combustion 11.11% 
greater than that for Hercules. However, the velocity increase 
obtained from both propellants were virtually the same. This 
indicated that Hercules pistol powder, even though it had less 
total energy, probably had a faster burn rate and therefore 
gave better results in this type of apparatus. This fact can 
be more dramatically demonstrated when comparing Du Pont pis- 
tol powder with Liquid A, whose heat of combustion was found 
to be 1248 calories per gram. For equal volumes of propellant. 
Liquid A had approximately ten times the available energy. 
However, the velocity increases obtained were essentially 
the same. This might indicate that the liquid propellant 
had a burn rate somewhat slower than Du Pont pistol powder, 
but yet fast enough to release its energy prior to the bullet 
exiting the barrel. Thus, a comparison of the heats of com- 
bustion of the different propellants shows that the rate of 
energy release may have more effect on the muzzle velocity 
than the amount of "stored energy" available. 

The final test, using matched ammunition and Hercules 
Bullseye pistol powder yielded results very much like the 
original test series, a 3.72% velocity increase and a 7.57% 
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kinetic energy increase for eight grains of secondary powder 
was realized. The important items to analyze here are the 
resulting pressure-time traces. Striking information was 
revealed by these traces in that the timing of the secondary 
charge was not optimized. In fact, the secondary pressure 
spike arrived about 0.6 milliseconds too late, as can be de- 
termined by the trace displayed on figure 10 (j). This timing 
error is the result of a misjudgment in the original design 
location of the secondary chamber. A suggested improved lo- 
cation for this chamber would be four inches down from the 
open end of the cartridge case. With the chamber mounted in 
this position, the secondary pulse should peak at between 0.2 
and 0.3 milliseconds, as desired in the original design. As 
such, the enhanced pressure pulse would push on the projectile 
for a much longer time period, resulting in a more efficient 
system and a greater velocity increase. 

An analysis of the secondary pressure spike leads to a 
rough rule of thumb for determining the pressure rise result- 
ing from the secondary charge. Each grain of secondary powder 
resulted in approximately a 1,000 psi increase in the secon- 
dary spike intensity. This increase can be seen on the photo 
series displayed in figure 10. Another interesting phenomenon 
was the twin secondary pulse that forms as the amount of charge 
increases. This double spike most likely resulted from a 
reflected wave, but the path of the reflection is in doubt. 

It might originate as a reflection off the breech of the rifle 
as illustrated in figure 11(a) or it might be a reflection 
off the bullet as shown in figure 11(b) . To help determine 
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which path the reflected wave took, a rough calculation of 
the sonic velocity of the gases behind the bullet was made. 

On the basis of this calculation it was determined that an 
interval of from three to four inches was present between 
the initial secondary pulse and the reflected wave. The dis- 
tance the reflected wave would have to travel in figure 11(a) 
was measured at six inches, about twice the calculated dis- 
tance. Also the change in diameter of the cartridge case at 
the breech forms a damping chamber that would greatly reduce 
the intensity of the secondary pulse. However, the reflected 
pulse has about 90% of the intensity of the initial pulse. 

For these reasons the path shown in figure 11(a) was not con- 
sidered the most likely path traveled by the reflected wave. 
Figure 11(b) displays what is believed to be the correct path. 



VI. CONCLUSIONS 



Hot, high pressure gases behind the bullet were suffi- 
cient to ignite both the granular and liquid propellants in 
the secondary chamber. The resulting pressure rise within 
the chamber exited through the relief hole to boost the pro- 
jectile velocity a significant amount, and at no time did 
the secondary pressure pulse exceed the maximum pressure. 

The best results were obtained using eight milliliters of 
Liquid A. This series yielded a 3.31% velocity and a 6.73% 
kinetic energy increase. 
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A secondary pressure spike was evident on the pressure- 
time traces as expected but through a mis judgment in the de- 
sign location of the secondary chamber, the timing of this 
pulse was not optim\am. For this reason maximum velocity in- 
creases were not obtained. After reviewing the data it was 
determined that the rate at which the propellant burned, and 
not the heat of combustion, was the dominant factor for in- 
creasing muzzle velocity in this system. Therefore, the 
slower burning rifle powders were not suitable for use in 
this apparatus, but the faster burning pistol powders gave 
good performance. The denser liquid propellant, having a 
slower burn rate, gave comparative velocity increases but, 
in doing so, required ten times the amount of stored energy. 

There is need for additional work in this field. For 
instance, it is necessary to optimize the position of the 
secondary chamber. A plot need be constructed comparing cham- 
ber location, measured from the breech, versus the obtainable 
increase in muzzle velocity, for a standard secondary charge. 
With this type of data it would be possible to determine if 
the secondary pressure pulse peaks at a specific location or 
if it continues to rise as the chamber approaches the breech. 
If the system reacts as the latter, it would approach a lim- 
iting case in which the same results might be accomplished 
by placing a layered mixture of two powders, having differ- 
ent burn rates, within the cartridge case. In this type of 
setup the slower burning powder would burn first, starting 
the projectile on its journey down the barrel. With the 
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bullet in motion, the faster powder would ignite, producing 
a pulse much the same as the one produced in the secondary 
chamber used in this study. The apparatus needed for this 
type of testing would vindoubtedly require a pressure barrel 
having several chambers mounted at given intervals along its 
length. With this setup constructed the next logical step 
in the expansion of the experiment would be to try multiple 
secondary charges. This type of testing would, in theory, 
approach the German supergun discussed in the introduction. 

Two possible applications of this principle are foreseen, 
one using granular powder and the other a liquid propellant. 
However, both techniques would be applicable to the same 
weapon. Because of weight limitations, the type weapons 
suggested for this modification would have to be either the 
larger field pieces or the heavier shipboard guns. In either 
case, the extra weight required for the installation of a 
secondary chamber would not be a significant factor. Modifi- 
cations using the granular propellants might require a second 
breech for quick loading, where the loading, locking and dis- 
charge mechanism would be similar to existing breech designs. 
This second chamber need only be charged when a longer range 
is required. 

The liquid propellant application seems much easier to 
design and use, for in this case a second breech is not re- 
quired. Only a simple chamber need be drilled somewhere in 
the bottom of the gun barrel. When the need arises, this 
chamber could be filled, through a system of tubes, pumps 
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and check-valves, with a metered amount of liquid propellant. 
In this manner, various ranges could be obtained while using 
a standard shell at a constant angle of inclination. Another 
advantage of the liquid is that many of today's liquid propel 
lants are safer to store than the granular powders . In fact 
some will not deflagrate even after being hit by a high speed 
projectile . 
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APPENDIX A 



COMPUTATION OF ADIABATIC OXYGEN BOMB 
CALORIMETER CORRECTION CONSTANT 



CALORIMETER TYPE : 

CALORIMETER NUMBER: 

BOMB NUMBER: 

SAMPLE USED: 

CALORIES PER GRAM 
BENZORIC ACID: 



PARR INSTRUMENT COMPANY SERIES 1200 

898 

101A2333 
BENZORIC ACID 

6318 





TEST #I 


TEST #II 


NET WT. SAMPLE (GRAMS) 


1.0195 


1.2120 


NET WT. WATER (GRAMS) 


2002 


2011 


INITIAL TEMP. (DEG. F) 


74.07 


74.37 


FINAL TEMP. (DEG. F) 


78.79 


79.95 


TEMP. RISE (DEG. F) 


4.72 


5.58 


SPECIFIC HEAT WATER 


.998380 


.998312 


FUSE WIRE CORRECTION (CAL.) 


7. 0(2. 3) 


8.0 (2.3) 


COMPUTED CORRECTION 
CONSTANT "K" (CAL.) 
FROM EQUATION BELOW 


465.57 


468.46 


SAMPLE _ (GMS. WATER X 


SPEC. HEAT WATER + K) 


DELTA 


(CAL./GM. ) 


SAMPLE WT. 




AVERAGE CORRECTION CONSTANT 


"K" 467.02 





CORR. 
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HEAT OF COMBUSTION COMPUTATION FOR 



DU PONT 


PISTOL POWDER NO. 5066 


CALORIMETER TYPE: 


PARR INSTRUMENT COMPANY SERIES 1200 


CALORIMETER NUMBER: 


898 


BOMB NUMBER: • 


101A2333 


SAMPLE USED: 


NO. 5066 


BOMB CONSTANT "K" 


467.02 





TEST #I 


TEST #II 


NET WT. SAMPLE (GRAMS) 


1.0914 


1.0228 


NET WT. WATER (GRAMS) 


2001 


2000 


INITIAL TEMP. (DEG. F) 


78.86 


80.34 


FINAL TEMP. (DEG. F) 


80.72 


82.08 


TEMP. RISE (DEG. F) 


1.86 


1.74 


SPECIFIC HEAT WATER 


.99817 


.99812 


FUSE WIRE CORRECTION 


9.0 (2.3) 


9. 0(2. 3) 


HEAT OF _(GMS. WATER X SPEC. HT WATER + K) 


DELTA T°C - CORR 


COMBUSTION 


SAMPLE WT. 




HEAT OF 

COMBUSTION= (2001x. 99 817+467 


.02) 1.86/1.8 - 2 


.3(9.0) _ 2314.28 


(CAL./GM. ) 


1.0914 




HEAT OF 

COMBUSTION= (2000X. 99812+467 


.02) 1.74/1.8 - 2 


.3(9.0) _ 2307.83 


(CAL./GM. ) 


1.0228 




AVERAGE HEAT OF COMBUSTION 


FOR DU PONT NO. 5066 = 2311 CAL/GM 



31 



HEAT OF COMBUSTION FOR HERCULES 



BULLSEYE PISTOL POWDER 



CALORIMETER TYPE: 


PARR INSTRUMENT COMPANY SERIES 1200 


CALORIMETER NUMBER: 


898 


BOMB NUMBER: 


101A2333 


SAMPLE USED: 


BULLSEYE 


BOMB CONSTANT ”K" 


467.02 





TEST #I 


TEST #II 


NET WT. SAMPLE (GRAMS) 


1.2578 


1.2033 


NET WT. WATER (GRAMS) 


2003 


2000 


INITIAL TEMP. (DEG. F) 


81.46 


80.14 


FINAL TEMP. (DEG. F) 


83.39 


81.99 


TEMP. RISE (DEG. F) 


1.93 


1.85 


SPECIFIC HEAT WATER 


.99809 


.99813 


FUSE WIRE CORRECTION 


9. 0(2. 3) 


9. 0(2. 3) 



. HEAT OF _ (GMS. WATER X SPEC. HT WATER + K) DELTA T°C - CORR . 
COMBUSTION SA14PLE WT. 

HEAT OF 

COMBUSTION=(2003x. 99809+467. 02) 1.93/1.8 - 2. 3(9.0) _ 2085.87 
(CAL./GM. ) 1.2578 

HEAT OF 

COMBUSTION=(2000x. 99813+467. 02) 1.85/1.8 - 2. 3(9.0) 2086.77 

(CAL./GM.) 1.2033 

AVERAGE HEAT OF COMBUSTION FOR BULLSEYE PISTOL POWDER = 2086 

CAL./GM. 
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HEAT OF COMBUSTION COMPUTATION 



FOR DU PONT IMR-4320 



CALORIMETER TYPE: PARR INSTRUMENT COMPANY 


SERIES 1200 


CALORIMETER NUMBER: 


898 




BOMB NUMBER: 


101A2333 




SAMPLE USED: 


IMR-4320 




BOMB CONSTANT "K” 


467.02 






TEST #I 


TEST #II 


NET WT. SAMPLE (GRAMS) 


1,0362 


1.1424 


NET WT. WATER (GRAMS) 


1996 


1999 


INITIAL TEMP. (DEG. F) 


74.58 


75.68 


FINAL TEMP. (DEG. F) 


76.51 


77.80 


TEMP. RISE (DEG. F) 


1.93 


2.12 


SPECIFIC HEAT WATER 


.99836 


.99829 


FUSE WIRE CORRECTION 


9.0 (2.3) 


9. 0(2. 3) 


HEAT OF _(GMS. WATER 


X SPEC. HT WATER + K) 


DELTA t'^C - CORR 


COMBUSTION 


SAMPLE WT. 





HEAT OF 

COMBUSTION= (1996x. 99836+467. 02) 1.93/1.8 - 2. 3(9.0) _ 2525.28 
(CAL./GM.) 1.0362 

HEAT OF 

COMBUSTION={1999x. 99829+467. 02) 2.12 /I. 8 - 2. 3(9.0) _ 2520.74 
(CAL./GM.) 1.1424 

AVERAGE HEAT OF COMBUSTION FOR DU PONT IMR-4320 = 2523 CAL./GM. 
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Figure 2. Boosted Pressure- Time Trace 
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Figure 3. Modified rifle mounted on test bench 







Figure 4. Indoor rifle range 



Figure 5. Electronic apparatus 
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figure 6. Secondary chambers and mount 




Figure 7. Transducer and mount 
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Figure 9. Wiring diagram 
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Figure 10: Pressure time traces for matched ammunition in 

1.0 grain increments of secondary charge. 



40 






PSI X 10“ PSI X 10 PSI 





.y .5" .6 .> 

Millisec . 




./ .Z .3 .S' .s .? 2> 

Millisec . 



Figure 10: Pressure time traces for matched ammunit 

1.0 grain increments of secondary charge 



grains 



grains 



grains 



on in 
(con ' t) 



41 




I 

» 




— I ■ 

' 1 
;l 

i!] 



PSI X 10“* PSI X 10" PSI 



o 

rH 

X 




-2 y s- .6 .?• ^ y.o 

Millisec . 



(a) . 6.0 gra ins 





.3 .tf" ■* -8 

Millisec . 



( i ) . 8.0 grains 



Figure 10: Pressure time traces for matched ammunition in 
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Figure 11(a). Diagram of breech end of rifle barrel depict- 
ing the primary wave front striking the trans 
ducer. The wave continues down the barrel, 
reflecting off the rear of the cartridge case 
striking the transducer a second time. 




Figure 11(b). Diagram of rifle barrel depicting the inter- 
val between the primary wave front and the 
reflected wave off the bullet. 
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DATA SHEET DU PONT PISTCL POWDER # 5066 
INTERPOLATED VALUES OF GRAINS OF POWDER VS. DELTA VEL. FPS 



GRAINS 


CELTA V 


GRAINS 


DELTA V 


GRAINS 


DELTA V 


GRAINS 


CELTA V 


0.0 


1 .50 


0.04 


2.43 


0.08 


3.35 


0.12 


4.25 


0. 16 


5.15 


0.20 


6.04 


0.24 


6.91 


0.28 


7.78 


0.32 


8.63 


0.36 


9.48 


0.40 


10.3 1 


0.44 


11.14 


0.48 


11.95 


0.52 


12.76 


0.56 


13 .55 


0.6C 


14.34 


0.64 


15.12 


0.68 


15. 89 


0.72 


16 .64 


0.76 


17.39 


0.80 


18 . 13 


0.84 


18.66 


0.88 


19.59 


0.92 


20.30 


0.96 


21.00 


1.00 


21.70 


1.04 


22 .39 


1.08 


23.07 


1.12 


23.74 


1. 16 


24. 4C 


1. 20 


25.05 


1.24 


25.70 


1 .28 


26 .33 


1»32 


26.96 


1.36 


27.58 


1.4C 


28.20 


1.44 


28.80 


1.48 


29.40 


1.52 


29.99 


1.56 


30.58 


1.60 


31.15 


1.64 


31. 72 


1.68 


32.26 


1. 72 


32. 84 


1.76 


33 .38 


1.80 


33.92 


1.84 


34.46 


1 .88 


34.98 


1.92 


35.50 


1.96 


36.02 


2.00 


36.52 


2.04 


37.02 


2.08 


37 .52 


2.12 


38.00 


2.16 


38.48 


2.20 


38.96 


2.24 


39.43 


2.28 


39.89 


2.32 


40 .35 


2.36 


40.80 


2.40 


41.25 


2.44 


41.69 


2.48 


42. 12 


2.52 


42.55 


2.56 


42 .98 


2.60 


43.39 


2 . 64 


43.81 


2.66 


44.22 


2.72 


44.62 


2.76 


45.02 


2.80 


45 .41 


2.84 


45 .80 


2.88 


46 . 19 


2.92 


46.5 7 


2.96 


46.94 


3.0C 


47.31 


3.04 


47.68 


3.08 


48 .04 


3.12 


48 .40 


3 . 16 


48.75 


3.20 


49.11 


3. 24 


49.45 


3.28 


49 .79 


3.32 


50.13 


3.36 


50 .47 


3.40 


50.80 


3.44 


51. 13 


3. 48 


51.46 


3.52 


51.78 


3 .56 


52.10 


3.60 


52 .41 


3.64 


52.72 


3.68 


53.03 


3.72 


55.34 


3. 76 


53.65 


3.80 


53.95 


3.84 


54 .25 


3.88 


54.54 


3.92 


54.84 


3.96 


55.13 


4.00 


55.42 


4.04 


55.70 


4.08 


55 .99 


4.12 


56.27 


4.16 


56.55 


4.20 


56. 83 


4. 24 


57. 11 


4.28 


57.39 


4.32 


57 .66 


4.36 


57.94 


4.40 


58 .21 


4.44 


58.48 


4.48 


58.75 


4. 52 


59.02 


4. 56 


59 .28 


4.60 


59.55 


4 .64 


59 .82 


4.68 


60.08 


4.72 


60.35 


4. 76 


60.61 


4. 80 


60.87 


4.84 


6i .13 


4.88 


6 1 ,40 


4.92 


61.66 


4.96 


61.92 


5.00 


62.18 


5.04 


6 2.44 


5.08 


62.71 


5.12 


62.97 


5.16 


63.23 


5.20 


63.49 


5.24 


63.76 


5.28 


64.02 


5.32 


64.28 


5.36 


64 .55 


5 .40 


64.31 


5.44 


65 .08 


5.48 


65.35 


5. 52 


65.62 


5.56 


65.89 


5.60 


66.16 


5 .64 


66.43 


5.68 


66 .70 


5.72 


66.98 


5.76 


67.25 


5.80 


67. 53 


5.64 


67 .81 


5 .88 


68.09 


5 .92 


68 .28 


5.96 


68.66 


6.00 


68.95 


6.04 


69.24 


6.08 


69 .53 


6.12 


69.83 


6.16 


70 . 13 


6.20 


70.43 


6,24 


70.73 


6.26 


71.03 


6.32 


71.34 


6.36 


71.65 


6.40 


71 .96 


6 . 44 


72.28 


6.48 


72.60 


6.52 


72.92 


6.56 


73.25 


6.60 


73.58 


6 . 64 


73.91 


6.68 


74.25 


6.72 


74.59 


6.76 


74. 93 


6. 80 


75.28 


6.84 


75.63 


6 ,88 


75 .98 


6.92 


76.34 


6.96 


76 .71 


7 .00 


77.07 


7.04 


77.44 


7.08 


77.82 


7. 12 


78 .20 


7.16 


78.59 


7.20 


78 .98 


7.24 


79.37 


7.28 


79.77 


7. 32 


80.18 


7.36 


80.59 


7.40 


81 .00 


7.44 


81 .42 


7.48 


81.85 


7.52 


82.28 


7.56 


82.71 


7.60 


83.15 


7.64 


83.60 


7 .68 


84 .05 


7.72 


84.51 


7.76 


84.98 


7. 80 


85.45 


7.84 


85.92 


7.88 


86.40 


7.92 


86 .69 


7 .96 


87 .39 
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DATA SHEET DU PONT PISTOL POWDER # 5066 
INTERPOLATED VALUES GRAINS OF POWDER VS. DELTA K.E. FT-LBS 



GRAINS 


DEL.K E 


GRAINS 


. DEL.K E 


GRAINS 


; DEL.K E 


GRAINS 


DEL.K 


0.0 


3.35 


0.04 


5.43 


0.08 


7.48 


0.12 


9.51 


0.16 


11.52 


0.20 


13.50 


0. 24 


15.46 


0.28 


17.40 


0.32 


19.31 


0.36 


21.20 


0.40 


23.07 


0.44 


24.92 


0.48 


26.74 


0.52 


28.55 


0.56 


30.33 


0.60 


32.09 


0.64 


33.83 


0.68 


35.55 


0.72 


37.25 


0.76 


38.93 


0.80 


40.58 


0.84 


42.22 


0.88 


43 .84 


0.92 


45.43 


0-96 


47.01 


1.00 


48. 57 


1. 04 


50.11 


1.08 


51.63 


1.12 


53.13 


1.16 


54.61 


1.20 


56.08 


1.24 


57.52 


1.28 


58.95 


1.32 


60.36 


1.36 


61 .75 


1 .40 


63.13 


1.44 


64.49 


1.48 


65. 83 


1.52 


67. 15 


1.56 


68.46 


1.60 


69.75 


1.64 


71 .02 


1.68 


72.28 


1.72 


73.52 


1.76 


74.75 


1.80 


75.96 


1.84 


77.15 


1 .88 


78.34 


1.92 


79.50 


1.96 


80.65 


2.00 


81.79 


2. 04 


82.91 


2.08 


84.02 


2.12 


85.11 


2.16 


86 .19 


2.20 


87.26 


2.24 


88.31 


2. 28 


89.35 


2.32 


90.38 


2 .36 


91.39 


2.40 


92.39 


2.44 


93.38 


2.48 


94.36 


2.52 


95.32 


2.56 


96.27 


2.60 


97.22 


2.64 


98 .14 


2.63 


99.06 


2.72 


99.97 


2.76 


IOC. 87 


2. 80 


101.75 


2.84 


102. 63 


2.88 


103.49 


2.92 


104.35 


2.96 


105.19 


3.00 


106.03 


3.04 


106.85 


3.08 


107.67 


3. 12 


108.47 


3.16 


109.27 


3.20 


110.06 


3.24 


110.84 


3. 28 


111.61 


3.32 


112.38 


3.36 


113.13 


3.40 


113 .88 


3.44 


114.62 


3.48 


115.36 


3.52 


116.08 


3. 56 


116. 80 


3.60 


117.51 


3.64 


118.22 


3.68 


118.92 


3.72 


119.61 


3.76 


120.30 


3. 8C 


120.98 


3.84 


121.65 


3.88 


122.32 


3.92 


122 .99 


3.96 


123.65 


4.00 


124.30 


4. 04 


124.95 


4. 08 


125.59 


4.12 


126.23 


4.16 


126.87 


4.20 


127.50 


4.24 


128 . 13 


4.28 


128. 76 


4.32 


129.38 


4.36 


130.00 


4.40 


130.62 


4.44 


131.23 


4.48 


131.84 


4.52 


132.45 


4. 56 


133.05 


4. 60 


133.66 


4.64 


134.26 


4.68 


134.86 


4.72 


135.46 


4.76 


136.06 


4.80 


136.65 


4. 84 


137.25 


4. 88 


137.84 


4.92 


138 .44 


4.96 


139.03 


5.00 


139.63 


5.04 


140.22 


5.08 


140.82 


5.12 


141.41 


5.16 


142.01 


5.20 


142 .60 


5 . 24 


143.20 


5.28 


143.80 


5.32 


144.40 


5.36 


145.00 


5.40 


145.61 


5.44 


146.22 


5.48 


146.82 


5.52 


147.43 


5.56 


148.05 


5.60 


148.66 


5.64 


149.28 


5.68 


149.91 


5.72 


150.53 


5.76 


151.16 


5.80 


151.80 


5.84 


152.43 


5.88 


153.07 


5.92 


153 .72 


5.96 


154.37 


6.00 


155.03 


6.04 


155.69 


6.08 


156.35 


6. 12 


157. 02 


6. 16 


157.70 


6.20 


158.38 


6.24 


159.07 


6.28 


159.76 


6.32 


160.46 


6.36 


161. 17 


6.40 


161.88 


6. 44 


162.60 


6.43 


163 .33 


6.52 


164.06 


6.56 


164.80 


6.60 


165. 55 


6. 64 


166.31 


6.68 


167.08 


6.72 


167.85 


6.76 


168.63 


6.80 


lo9.42 


6.84 


170.22 


6.88 


171.03 


6.92 


171 . 85 


6.96 


172.67 


7.00 


173.51 


7.04 


174.36 


7.08 


175.21 


7. 12 


176.08 


7.16 


176.96 


7.20 


177.84 


7.24 


178.74 


7.28 


179.65 


7.32 


180.57 


7.36 


181.50 


7. 40 


182.45 


7.44 


183.40 


7.48 


184.37 


7.52 


185.35 


7.56 


186. 34 


7.60 


187.34 


7.64 


188. 36 


7.68 


189.38 


7.72 


190.43 


7.76 


191 .43 


7.80 


192.55 


7.84 


193.63 


7. 88 


194. 73 


7.92 


195.84 


7.96 


196.96 
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UELOCITV INCRER3E EPS US. GRRIN3 
DU PONT PISTOL POWDER UQ = 2??2 
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'-SrRLF B.OOF'+Ol UNITS INCH. 

KINETIC ENERGY INCRERSE FT-LBS'US. GRRINS 
DU PONT PISTOL PONDER K-E- ZERO - 3071 



DATA SHEET HERCULES BULLSEYE PISTOL POWDER 
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DATA SHEET HERCULES BULLSEYE RISC L POWDER 
INTERPOLATED VALUES OF GRAINS POWDER VS. DELTA VEL. FPS 



GRAINS 


DELTA V 


GRAINS 


DELTA V 


GRAINS 


DELTA V 


GRAINS 


DELTA V 


0.0 


1.80 


0.04 


2 .53 


0.09 


3.26 


0. 13 


3.98 


0.18 


4.69 


0.22 


5.39 


0.27 


6.09 


0 .31 


6.77 


0.36 


7.46 


0.40 


8.13 


0.45 


8. 80 


0.49 


9.46 


0.54 


10.12 


0.58 


10.77 


0.63 


11 .41 


0.67 


12.04 


0.72 


12.67 


0. 76 


13.30 


0.81 


13.91 


0.85 


14.53 


0.90 


15.13 


0.94 


15.73 


0. 99 


16.32 


1.03 


16.91 


1.08 


17.49 


1.12 


18.07 


1.17 


18 .64 


1.21 


19.21 


1.26 


19.77 


1.30 


20.32 


1.35 


20.87 


1.39 


21.42 


1.44 


21.96 


1.48 


22.49 


1.53 


23.02 


1. 57 


23.55 


1.62 


24.07 


1.66 


24.59 


1.71 


25.10 


1.75 


25.61 


1.80 


26.11 


1.84 


26.61 


1. 89 


27. 10 


1.93 


27.59 


1.98 


28.08 


2.02 


28.56 


2.07 


29.04 


2.11 


29.52 


2.16 


29.99 


2.20 


30.45 


2.25 


30.92 


2.29 


31.38 


2.34 


31 .83 


2.38 


32.29 


2.43 


32.74 


2.47 


33.19 


2.52 


33.63 


2.56 


34.07 


2.61 


34.51 


2.65 


34.94 


2.70 


35.38 


2.74 


35.81 


2. 79 


36.23 


2.83 


36.66 


2.88 


37.08 


2.92 


37.50 


2.97 


37.92 


3.01 


58.33 


3.06 


38.75 


3.10 


39.16 


3.15 


39 .57 


3.19 


39.98 


3.24 


40.38 


3.28 


40.79 


3. 33 


41.19 


3.37 


41.59 


3.42 


41 .99 


3.46 


42.39 


3.51 


42.78 


3.55 


43.18 


3.60 


43.57 


3.64 


43.96 


3.69 


44.36 


3 .73 


44.75 


3.78 


45.14 


3.82 


45. 53 


3. 87 


45.91 


3.91 


46.30 


3.96 


46.69 


4.00 


47.08 


4.05 


47 .46 


4.09 


47.85 


4.14 


48.24 


4. 18 


48.62 


4.23 


49.01 


4.27 


49.40 


4.32 


49 .78 


4.36 


50.17 


4.41 


50.55 


4.45 


50.94 


4. 50 


51.33 


4.54 


51.72 


4.59 


52.11 


4.63 


52.49 


4.68 


52.88 


4.72 


53.27 


4. 77 


53.67 


4. 81 


54.06 


4.86 


54.45 


4.90 


54.85 


4.95 


55.24 


4.99 


55.64 


5.04 


56. C4 


5. 08 


56.44 


5.13 


56.84 


5.17 


57.25 


5.22 


57.65 


5.26 


58.06 


5.31 


58.47 


5.35 


58.88 


5.40 


59.29 


5.44 


59.70 


5.49 


60.12 


5.53 


60.54 


5.58 


60.96 


5. 62 


61.39 


5.67 


61.81 


5.71 


62.24 


5.76 


62.67 


5.80 


63.11 


5.85 


63 .54 


5.89 


63.99 


5.94 


64.43 


5.98 


64.87 


6.03 


65.32 


6.07 


65.78 


6.12 


66.23 


6.16 


66.69 


6. 21 


67. 15 


6.25 


67.62 


6.30 


68.09 


6.34 


68 .56 


6.39 


69.04 


6.43 


69.52 


6.48 


70.01 


6. 52 


70.50 


6. 57 


70.99 


6.61 


71.49 


6.66 


71.99 


6.70 


72.50 


6. 75 


73.01 


6.79 


73.52 


6.84 


74.04 


6.88 


74.56 


6.93 


75.09 


6.97 


75.63 


7.02 


76.17 


7.06 


76.71 


7.11 


77.26 


7.15 


77.81 


7.20 


78.37 


7.24 


78.93 


7.29 


79.50 


7.33 


80.08 


7.38 


80.66 


7.42 


81.25 


7.47 


81 .84 


7.51 


82.44 


7.56 


83.04 


7.60 


83.65 


7. 65 


84. 26 


7. 69 


84.89 


7.74 


65.51 


7.78 


86 .15 


7.83 


86.79 


7.87 


87.43 


7.92 


88.09 


7.96 


88.75 


8.01 


89.41 


8.05 


90.09 


8. 1C 


90.77 


8.14 


91.45 


8. 19 


92. 15 


8.23 


92.85 


8.28 


93.56 


3.32 


94.27 


8.37 


94.99 


8.41 


95.72 


8.46 


96.46 


8. 50 


97. 21 


8.55 


97.96 


8.59 


98.72 


8.64 


99.49 


8.68 


100.26 


8.73 


101.05 


8.77 


101. 84 


8.82 


102.64 


8.86 


103.44 


8.91 


104 .26 


8.95 


105.09 
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DATA SHEET HERCULES 8ULLSEYE PISCL POWDER 
INTERPOLATED VALUES GRAINS POWDER VS. DELTA K.E. FT-LBS 



GRAINS 


CEL.K E 


GRAINS 


DEL.K E 


GRAINS 


DEL.K E 


GRAINS 


DEL.K 


0.0 


4.02 


0.04 


5.64 


0.09 


7.25 


0.13 


8.84 


0. 18 


10.41 


0.22 


11.97 


0.27 


13 .51 


0.31 


15.04 


0.36 


16.55 


0.40 


18.05 


0.45 


19. 53 


0. 49 


21.00 


0.54 


22.46 


0.58 


23.90 


0.63 


25 .32 


0.67 


26.73 


0.72 


28.13 


0.76 


29. 52 


0.81 


30.89 


0.85 


32.25 


0.90 


33.59 


0.94 


34.93 


0.99 


36.25 


1. 03 


37.55 


1.08 


38.85 


1. 12 


40.13 


1.17 


41 .40 


1.21 


42.66 


1.26 


43.91 


1.30 


45. 15 


1.35 


46.37 


1.39 


47.59 


1.44 


48.79 


1.48 


49.99 


1.53 


51.17 


1.57 


52.34 


1.62 


53.50 


1.66 


54.65 


1.71 


55 .80 


1.75 


56.93 


1.80 


58.05 


1.84 


59. 17 


1.89 


60.27 


1.93 


61.37 


1.98 


62.46 


2.02 


63 .53 


2.07 


64.61 


2.11 


65.67 


2. 16 


66.72 


2.20 


67.77 


2.25 


68.81 


2.29 


69.84 


2.34 


70.86 


2.38 


71.88 


2.43 


72.89 


2. 47 


73.39 


2.52 


74.89 


2.56 


75 .88 


2.61 


76.86 


2.65 


77.84 


2.70 


78.81 


2.74 


79.78 


2. 79 


80.74 


2.83 


81 .70 


2.88 


82.65 


2.92 


83. 59 


2.97 


84.53 


3.01 


85.47 


3.06 


86.40 


3.10 


87.33 


3.15 


88 .25 


3.19 


89.17 


3.24 


90.08 


3.28 


90. 99 


3.33 


91.90 


3.37 


92.81 


3.42 


93.71 


3.46 


94.61 


3.51 


95 .50 


3.55 


96.40 


3.60 


97.29 


3.64 


98.18 


3.69 


99.06 


3.73 


99.95 


3.78 


100.83 


3.82 


101.71 


3. 87 


102.59 


3.91 


103.47 


3.96 


104.35 


4.00 


105 .23 


4.05 


106 . 1 1 


4.09 


106.98 


4.14 


107.86 


4.18 


108.74 


4.23 


109.61 


4.27 


110.49 


4.32 


111.37 


4.36 


112.25 


4.41 


113. 12 


4.45 


114.00 


4.50 


114.89 


4.54 


115.77 


4.59 


116 .65 


4.63 


117.54 


4.68 


118.42 


4.72 


119. 31 


4.77 


120.21 


4.81 


121.10 


4.86 


122.00 


4.90 


122.90 


4.95 


123.80 


4.99 


124.70 


5.04 


125.61 


5.08 


126.52 


5.13 


127 .44 


5.17 


128.36 


5.22 


129.28 


5.26 


130.21 


5. 31 


131. 14 


5. 35 


132.08 


5.40 


133.02 


5.44 


133.97 


5.49 


134.92 


5.53 


135.87 


5.58 


136.84 


5.62 


137.80 


5. 67 


138.78 


5.71 


139.76 


5.76 


140.74 


5.80 


141.73 


5.85 


142.73 


5.89 


143.74 


5.94 


144.75 


5.98 


145 .77 


6.03 


146.79 


6.07 


147.82 


6.12 


148.86 


6. 16 


149. 91 


6.21 


150.97 


6.25 


152.03 


6.30 


153.11 


6 . 34 


154.19 


6.39 


155.28 


6.43 


156.37 


6.48 


157.48 


6.52 


158.60 


6.57 


159.72 


6.61 


160.86 


6.66 


162.00 


6.70 


163. 16 


6. 75 


164. 32 


6. 79 


165.49 


6.84 


166.68 


6.88 


167.87 


6.93 


169.08 


6.97 


17C.3Q 


7.02 


171.52 


7.06 


172.76 


7.11 


174.01 


7.15 


175.28 


7.20 


176.55 


7.24 


177.84 


7. 29 


179. 13 


7.33 


18C.44 


7.38 


181.77 


7.42 


183.10 


7.47 


184.45 


7.51 


185.81 


7.56 


187.19 


7.60 


188.57 


7.65 


189.97 


7.69 


191.39 


7.74 


192.82 


7.78 


194.26 


7.83 


195.72 


7.87 


197. 19 


7.92 


198.68 


7. 96 


200.18 


8.01 


201 .69 


3.05 


203.22 


8.10 


204.77 


8.14 


206.33 


8. 19 


207.91 


3.23 


209.50 


8.28 


211.11 


8.32 


212.73 


8.37 


214.38 


8.41 


216.03 


8.46 


217.71 


8. 50 


219.40 


8.55 


221.11 


8.59 


222.34 


8.64 


224.58 


8.68 


226.34 


8. 73 


228. 12 


8.77 


229.91 


8.82 


231.73 


8.86 


233.56 


8.91 


235.41 


8.95 


237.28 
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Sr,fiL.F>'3.00F>01 UNITS INCH. 

UELGCITV INCRERSE EPS US- GRP INS 
BULL3EVE PISTOL POWDER UO ---■ 2772 
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SrRLF. d.OOF+OG UNITS INCH. 

sr,flLf:--B.oor+oi units inch. 

KINETIC ENERGV INCRERSE FT-LBS US GRRINS 
BULL3EVE PISTOL POWDER K-E. 0 - 3071 
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DATA SHEET LICUID A 

INTERPOLATED VALUES OF ML. LIQUID A VS. CHANGE IN VEL. FPS 



ML 


DELTA V 


ML 


DELTA V 


0.0 


-0.52 


0.00 


-0.34 


0.02 


0.24 


0.02 


0.46 


0.03 


1.14 


0.04 


1.38 


0.05 


2.16 


0.05 


2.44 


0.06 


3.21 


0.07 


3.61 


0.08 


4.57 


0.08 


4.91 


0.10 


5.95 


0.10 


6.31 


0.11 


7.43 


0.12 


7.81 


0.13 


9.01 


0.13 


9.42 


0.14 


10.69 


0. 15 


11.12 


0.16 


12.45 


0. 16 


12.91 


0.18 


14.30 


0. 18 


14.77 


0.19 


16.22 


0.20 


16.72 


0.21 


18.22 


0.21 


18.73 


0.22 


20.29 


0.23 


20.81 


0.24 


22.41 


0.24 


22.95 


0.26 


24.59 


0.26 


25.14 


0.27 


26.82 


0.28 


27.38 


0.29 


29 .09 


0.29 


29.67 


0.30 


31.40 


0.31 


31.98 


0.32 


33.74 


0.32 


34.33 


0.34 


36.11 


0.34 


36.71 


0.35 


38.50 


0.36 


39. 10 


0.37 


40.91 


0.37 


41.51 


0.38 


43.32 


0.39 


43.93 


0.40 


45.74 


0.40 


46.35 


0.42 


48.16 


0.42 


48.76 


0.43 


50. 57 


0.44 


51.17 


0.45 


52.96 


0.45 


53.56 


0.46 


55.34 


0.47 


55 .93 


0.48 


57.70 


0.48 


58.28 


0.50 


60.02 


0.50 


60.59 


0.51 


62.31 


0.52 


62.87 


0.53 


64.55 


0. 53 


65. 11 


0.54 


66.75 


0.55 


67.29 


0.56 


68.90 


0. 56 


69.42 


0.58 


70.98 


0.58 


71.50 


0.59 


73.01 


0.60 


73.50 


0.61 


74.96 


0.61 


75.44 


0.62 


76 .84 


0.63 


77.29 


0.64 


78.63 


0.64 


79.07 


0.66 


80.34 


0. 66 


80. 76 


0.67 


81.96 


0.68 


82.35 


0.69 


83.48 


0.69 


83.85 


0.70 


84.90 


0.71 


85.23 


0.72 


86.20 


0.72 


86.51 


0.74 


87.39 


0.74 


87.67 


0.75 


88.46 


0.76 


88.71 


0.77 


89.41 


0.77 


89.62 


0.78 


90.22 


0.79 


90. 40 



ML 


DELTA V 


ML 


DELTA 


0.01 


-0.15 


0.01 


0.04 


0.02 


0.67 


0. 03 


Q.90 


0.04 


1.63 


0.04 


1.89 


0.06 


2.72 


0.06 


3.01 


0.07 


3. 93 


0. 08 


4.25 


0.09 


5.25 


0.09 


5.59 


0. 10 


6 . 67 


0.11 


7.05 


0. 12 


8.21 


0.12 


S.61 


0.14 


9.84 


0.14 


10.26 


0. 15 


11.56 


0. 16 


12.00 


0.17 


13.36 


0. 17 


13.83 


0.18 


15.25 


0.19 


15.74 


0.20 


17.21 


0.20 


17.72 


C.22 


19.25 


0.22 


19.76 


0.23 


21 .34 


0.24 


21.87 


0. 25 


23.49 


0.25 


24.04 


0.26 


25 .70 


0.27 


26.26 


0. 28 


27.95 


0.28 


28.52 


0.30 


30.24 


0.30 


30.82 


0.31 


32 .57 


0.32 


33.16 


0. 33 


34.93 


0. 33 


35.52 


0.34 


37.31 


0.35 


37.90 


0.36 


39.70 


0.36 


40.31 


0.38 


42. 12 


0.38 


42.72 


0.39 


44.53 


0.40 


45.14 


0.41 


46.95 


0.41 


47.56 


0.42 


49.36 


0.43 


49.97 


0.44 


51.77 


0.44 


52.37 


0.46 


54. 16 


0. 46 


54.75 


0.47 


56.52 


0.48 


57.11 


0. 49 


58.86 


0.49 


59.44 


0. 50 


61. 17 


0.51 


61.74 


0.52 


63 .43 


0.52 


63.99 


0. 54 


65.66 


0.54 


66.20 


0.55 


67.83 


0.56 


68.36 


0.57 


69.95 


0.57 


70.47 


0. 58 


72. 00 


0. 59 


72.51 


0.60 


73 .99 


0.60 


74.48 


0. 62 


75.91 


0.62 


76.38 


0.63 


77. 75 


0.64 


78.19 


0.65 


79.50 


0.65 


79.93 


0. 66 


81.17 


0.67 


81.57 


0.68 


82.73 


0.68 


83. 11 


0. 70 


84 .20 


0.70 


84.55 


0.71 


85.56 


0. 72 


65.89 


0.73 


66.81 


0.73 


87.11 


0. 74 


87.94 


0.75 


88.21 


0. 76 


88.95 


0.76 


89. 18 


0.78 


89.83 


0.78 


90.03 


0. 79 


90.57 


0.80 


90.74 
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interpolated 



DATA SHEET LIQUID 
VALUES ML. LIQUID A VS 



CHANGE IN K.E. 



FT-LBS 



ML 


DEL K E 


ML 


DEL K E 


ML 


DEL K E 


ML 


DEL K E 


0.0 


-1.18 


0.00 


-0.79 


0. 01 


-0. 37 


0.01 


0.06 


0.02 


0.51 


0.02 


0.99 


0.02 


1 .48 


0.03 


1.99 


0.03 


2.51 


0.04 


3. 06 


0.04 


3.62 


0. 04 


4.20 


0.05 


4.80 


0.05 


5.41 


0.06 


6.04 


0.06 


6.69 


0.06 


7.36 


0.07 


8.04 


0.07 


8 .74 


0.08 


9.45 


0.08 


10.18 


0.08 


10.93 


0. 09 


11. 69 


0. 09 


12.46 


0.10 


13.25 


0.10 


14.06 


0. 10 


14.88 


0. 11 


15.72 


0. 11 


16.57 


0.12 


17.43 


0. 12 


18.31 


0.12 


19.20 


0.13 


20.10 


0.13 


21.02 


0. 14 


21. 95 


0» 14 


22.89 


0. 14 


23.85 


0. 15 


24.02 


0.15 


25.80 


0.16 


26.79 


0.16 


27.80 


0- 16 


28. 81 


0. 17 


29.84 


0.17 


30.88 


0.18 


31.93 


0.18 


32.99 


0. 18 


,34.07 


0.19 


35. 15 


0. 19 


36.24 


0.20 


37.35 


0.20 


38 .46 


0-20 


39.58 


0.21 


40.71 


0.21 


41.86 


0,22 


43.01 


0. 22 


44.17 


0.22 


45.34 


0.23 


46.51 


0.23 


47.70 


0.24 


48.89 


0.24 


50.09 


0.24 


51.30 


0.25 


52.52 


0.25 


53.74 


0.26 


54.98 


0.26 


56.21 


0.26 


57.46 


0.27 


58.71 


0.27 


59.97 


0.28 


61.23 


0.28 


62 .50 


0.28 


63.78 


0.29 


65.06 


0. 29 


66.35 


0. 30 


67.64 


0.30 


68.94 


0.30 


70.24 


0.31 


71.55 


0.31 


72.86 


0.32 


74. 17 


0.32 


75.49 


0.32 


76.82 


0.33 


78.14 


0.33 


79.47 


0.34 


80.81 


0.34 


82. 14 


0.34 


83.48 


0. 35 


84.82 


0.35 


86.17 


0.36 


87.51 


0.36 


88.86 


0.36 


90.21 


0.37 


91.56 


0.37 


92.92 


0.38 


94.27 


0.38 


95.63 


0.38 


96 .99 


0.39 


98.34 


0.39 


99.70 


0.40 


101.06 


0.40 


102.42 


0.40 


103.78 


0.41 


105.13 


0.41 


106.49 


0.42 


107.85 


0.42 


109.20 


0.42 


110.56 


0.43 


111.91 


0.43 


113.26 


0.44 


114.61 


0.44 


115.96 


0.44 


117.31 


0.45 


118.65 


0.45 


119.99 


0.46 


121 .33 


0.46 


122.67 


0.46 


124.00 


0.47 


125.33 


0.47 


126. 65 


0.48 


127.98 


0.48 


129.30 


0.48 


130.61 


0.49 


131.92 


0.49 


133.23 


0.50 


134.53 


0.50 


135.82 


0.50 


137.11 


0.51 


138.40 


0.51 


139.68 


0.52 


140.95 


0. 52 


142. 22 


0. 52 


143.49 


0.53 


144.74 


0.53 


145.99 


0.54 


147.24 


0.54 


148.47 


0.54 


149.70 


0. 55 


150. 93 


0. 55 


152.14 


0.56 


153.35 


0.56 


154.55 


0.56 


155.74 


0.57 


156.92 


0.57 


158. 10 


0.58 


159.27 


0.58 


160.42 


0.58 


161 .57 


0.59 


162.71 


0.59 


163.84 


0.60 


164. 9fc 


0.60 


166. 07 


0. 6C 


167.18 


0.61 


168.27 


0.61 


169.35 


0.62 


170.42 


0.62 


171.48 


0.62 


172.52 


0.63 


173.56 


0.63 


174.59 


0.64 


175.60 


0 .64 


176.60 


0.64 


177.59 


0.65 


178.57 


0. 65 


179.54 


0.66 


180.49 


0.66 


181.43 


O'. 66 


182 .36 


0.67 


183.28 


0.67 


184.18 


0.68 


185. 06 


C. 68 


185.94 


0.68 


186.80 


0.69 


187.64 


0.69 


188 .48 


0.70 


189.29 


0. 7C 


190. 10 


0.70 


190.88 


0.71 


191.66 


0.71 


192.41 


0.72 


193.16 


0.72 


193.88 


0.72 


194.59 


0.73 


195.29 


0. 73 


195.97 


0.74 


196.63 


0.74 


197.27 


0.74 


197.90 


0.75 


198.51 


0.75 


199.10 


0.76 


199.68 


0.76 


200.24 


0.76 


200.73 


0.77 


201.30 


0.77 


201.81 


0. 78 


202.29 


0. 78 


202.76 


0.78 


203.21 


0.79 


203.64 


0.79 


204.05 


0.80 


204.44 
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K-5CflLF.-i.00f:+00 UNITS INCH. 

V-5CC1LFT-3. OOF.+ Oi UNITS INCH. 

UELQCITV INCRERSE FR5 US-GRRINS UO = 2772 
DU PONT IMR - 4320 
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-Sr,P>Lf:--fi. 00F>0i UNITS INCH. 

KINETIC ENERGV INCRER5E FT-LBS US. GRRINS 
DU PONT I MR - 4320 



DATA SHEET MATCHED AMMUNITION 
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DATA SHEET MATCHED AMMUNITION 
INTERPOLATED VALUES OF GRAINS POWDER VS. DELTA VEL. FPS 



GRAINS 


DELTA V 


GRAINS 


DELTA V 


GRAINS 


DELTA V 


GRAINS 


DELTA 


O.C 


1.17 


0.04 . 


2. 12 


C. 09 


3.05 


0. 13 


3.98 


0.18 


4.90 


0.22 


5.80 


0.27 


6. 70 


0.31 


7.59 


0.36 


8.48 


C.40 


9.35 


0.45 


10.22 


0.49 


11.07 


0 .5A 


11.92 


0.58 


12.76 


C.63 


13.60 


0.67 


14.42 


0.72 


15.24 


0.76 


16 .05 


0.81 


16.85 


0 .85 


17.64 


0.90 


18.43 


0.94 


19.20 


0.99 


19.98 


1 .03 


20.74 


L.08 


21.50 


1. 12 


22.24 


1.17 


22.99 


1.21 


23.72 


1.26 


24.45 


1 .30 


25.17 


1.35 


25 .88 


1 .39 


26.59 


l.AA 


27.29 


1.43 


27.98 


1.53 


28.67 


1.57 


29.35 


1 .62 


30 .03 


1.66 


30.70 


1.71 


31.36 


1.75 


32.01 


i.ec 


32.66 


1.84 


33.31 


1.89 


33 .94 


1.93 


34.58 


1 .98 


35.20 


2.02 


35.32 


2.07 


56.44 


2.1 1 


37.05 


2.16 


37.65 


2.20 


38.25 


2.25 


38 .84 


2.29 


39.43 


2.5A 


40.02 


2. 28 


40. 59 


2.43 


41 .17 


2 .47 


41.73 


2.52 


42 .30 


2.56 


42.86 


2.61 


43.4 1 


2.65 


43.96 


2. 70 


44.50 


2.74 


45.04 


2.79 


45 .58 


2.83 


46.11 


2.88 


46.64 


2.92 


47. 16 


2. 97 


47.68 


3.01 


48.20 


3.06 


48 .71 


3.10 


49.22 


3.15 


49 .72 


3. 19 


50.22 


3. 24 


50.72 


3.28 


51.21 


3.33 


51 .70 


3 .37 


52.19 


3.42 


52.67 


3 . 46 


53. 15 


3.51 


53.63 


3.55 


54.10 


3.6C 


54.57 


3.64 


55.04 


3.69 


55 .50 


3.73 


55.97 


3.78 


56.43 


3.32 


56.88 


3.37 


57 .34 


3.91 


57.79 


3.96 


58.24 


4.00 


58.69 


4.05 


59.13 


4. C9 


59.58 


4.14 


60.02 


4.18 


60.46 


4.23 


60 .89 


4.27 


61.33 


4.32 


61.76 


4.26 


62.20 


4.41 


62.63 


4.45 


62.06 


4.50 


63 .48 


4.54 


63.91 


4.59 


64.34 


4. 63 


64.76 


4.68 


65.18 


4.72 


65.60 


4.77 


66 .03 


4.81 


66 .45 


4.86 


66.87 


4.90 


67.28 


4. 95 


67.70 


4.99 


68.12 


5. 04 


68 .54 


5.08 


68 .95 


5.13 


69 .37 


5 . 17 


69.79 


5.22 


70.2 0 


5.26 


70.62 


5.31 


71 .C3 


5.35 


71.45 


5.40 


7 1.86 


5.44 


72.28 


5.49 


72.70 


5. 53 


73.11 


5.58 


73 .53 


3.62 


73 .95 


5.67 


74 .37 


5.71 


74.79 


5.76 


75.21 


5.80 


75.63 


5.35 


76.05 


5.89 


76.47 


5.94 


76 .89 


5.98 


77.32 


6.03 


77.75 


6.07 


78.17 


6. 12 


78.60 


6.16 


79.03 


6.21 


79 .46 


6.25 


79.90 


6.30 


80.33 


6.34 


80.77 


6. 39 


81.21 


6.43 


81.65 


6.48 


82 .09 


6.52 


32.54 


6.57 


82 .98 


6.61 


82.43 


6.66 


83.88 


6. 70 


84.34 


6.75 


84.79 


6.79 


85.25 


6.64 


85.71 


6.83 


86.18 


6.93 


86.64 


6. 97 


87.11 


7.02 


87.59 


7. 06 


38.06 


7.11 


38 .54 


7 . 15 


89.02 


7.20 


69.51 


7.24 


90. CC 


7. 29 


90.49 


7.33 


90.98 


7.38 


91 .48 


7.42 


91.99 


7.47 


92.49 


7.51 


93.00 


7.56 


93.52 


7.60 


94.03 


7.65 


94.56 


7.69 


95.08 


7.74 


95 .6 1 


7.78 


96. 15 


7. 83 


96.69 


7.87 


97.23 


7.92 


97 .78 


7.96 


98.33 


S.Ol 


98.89 


8 .05 


99.45 


8.10 


ICC. Cl 


8. 14 


100.59 


8. 19 


101 .16 


8.23 


101.74 


8.28 


102.23 


8.32 


102.92 


8.37 


103.52 


3.41 


1C4. 12 


8.46 


104.73 


8.50 


105 .34 


8.55 


105.96 


8.59 


106.58 


8.64 


107.21 


8.68 


107. 85 


6.73 


108.49 


8.77 


IC9. 14 


8.82 


109 .79 


3 .36 


110.45 


8.91 


111.12 


8.95 


111.79 
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DATA SHEET MATCHED AMMUNITION 
INTERPOLATED VALUES OF GRAINS POWDER VS. DELTA K.E.FT-LBS 



GRAINS 


1 DEL.K E 


GRAINS 


, DEL.K E 


GRAINS 


i DEL.K E 


GRAINS 


i DEL.K 


0.0 


2.57 


0.04 


4.65 


0.09 


6.7C 


0.13 


8.74 


0. 18 


10.75 


0.22 


12.75 


0.27 


14.73 


0.31 


16.68 


0.36 


18.62 


0.40 


20.54 


0.45 


22.45 


0.49 


24.33 


0.54 


26.20 


0.58 


28.05 


0.63 


29.88 


0.67 


31.69 


0.72 


33.49 


0.76 


35.27 


0.81 


37 .03 


0.85 


38.78 


0.90 


40.50 


0.94 


42.22 


0.99 


43.91 


1.03 


45.59 


1.08 


47.26 


1. 12 


48.91 


1. 17 


50.54 


1.21 


52.16 


1.26 


53.76 


1.30 


55.34 


1.35 


56.92 


1.39 


58.47 


1.44 


60.02 


1.48 


61.54 


1. 53 


63 .06 


1. 57 


64.56 


1.62 


66.05 


1.66 


67.52 


1.71 


68.98 


1.75 


70.42 


1.80 


71.85 


1.84 


73.27 


1.89 


74.68 


1.93 


76.07 


1.98 


77.46 


2.02 


78.82 


2.07 


80. 18 


2. 11 


81.53 


2.16 


82.86 


2.20 


84.18 


2.25 


85 .49 


2.29 


86.79 


2.34 


88.08 


2. 38 


89.35 


2.43 


90.62 


2.47 


91.87 


2.52 


93.12 


2.56 
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used to determine the heats of combustion. The data suggested 
that the rate of energy release, and not the heat of combus- 
tion, was the dominant factor in this experiment. A velocity 
increase of three per cent and a kinetic energy increase of 
seven per cent were obtained for eight milliliters of secon- 
dary charge . The results also indicated that a more optimum 
location of the secondary charge was possible. 
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